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Dr. John Ajichols 
School of Medicine 
Collets _fi.OIeaX.th' Sciences 
and Hospital 

The University of Kansas 
Medical Center 
Rainbow Boulevard at 39th 
Kansas City, Kansas fi6103 

Dear Dr. Nichols: 

This letter is to advise you that your administra- 
tive appeal to the Attorney General from the denial by 
Clarence M. Kelley, Director, Federal Bureau of Investiga- 
tion, of your request under the Freedom of Information Act 
for information from the file? of the Department of Justice 
relating to the assassination of the ia'te President John F. 
Kennedy y?as received by this unit on Harc)r 11 ,~~X3 75 ; 
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As required by thc'provisloriiof Title 5, United 
States Code, Section 552(a) (0) (A) (ii) , you will be advised 
of the action on your appeal by the Attorney Goncral in a 
further communication to be dispatched not later than 
April 8, 1975, unless n delay authorized by Section 552(a) , 
(6) (B) is requirod, in which event you will be notifed of\ { 
the fact of the dolay and the new date by which the response 


will be forthcoming, 


Sincerely, 


l- 


n\M 


QUINLAN J. SHF.A, Jr., Chief 
"Freedom of Information Appeals Unit 
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cc: Shea 

Hauser 
j/McCreight 
Appeal File * n _ 
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